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SUBJECT: REACTOR AWARD TO GENERAL ELECTRIC LICENSEE C. G. E. 

DEPT PASS USAEC GERMANTOWN, MD. 

1 . ACCORDING TO MAY 25 AFP PRESS RELEASE THE ADMINISTRATIVE 
COUNCIL OF THE ELECTRICITE DE FRANCE ANNOUNCED FRIDAY MORNING 
THAT A TENTATIVE ORDER, TO BE CONFIRMED LATER, HAS BEEN PLACED 
WITH THE INDUSTRIAL GROUP ALSTHOM SOGERCA OF THE GROUP CGE 

( COMPAGNIE GENERALE D' ELECTRICITE) TO PRODUCE AND INSTALL 
TWO NUCLEAR POWER PLANTS USING THE BOILING WATER TECHNIQUE. 
EACH WILL HAVE AN ELECTRICAL POWER OF 995 MEGAWATTS. 

2. CEA SOURCE TOLD AEC/ SCI REP THAT SITE OF NEW PLANTS WOULD 
MOST LIKELY BE NEXT TO EXISTING ST. LAURENT GAS- GRAPHITE PLANTS 
IN LOIRE VALLEY. 
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